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OFFICE OF RESEARCH AND DEVELOPMENT 


GENERAL NOTICE NO. 8 


17 November 1966 


_ 25X1A9a 
Effective 16 November 1966, ee 2: 


appointed Director, Intelligence Processing Research and Development : 
Laboratory. 
25X1A9a es ::.: appointed Assistant Director, Intelligence 
Processing Research and Developwient Laboratory. 
Functions and responsibilities pertaining to these positions are 
i 7 as delineated in Office of Research and Development General Notice 


No. 7. 
25X1A9a 


| ROBERT M, CHAPMAN 
| . Director of Research and Development 
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